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17 March 1958 


TEST EQUIPMENT FROM SYSTEM 4 
REQUIRED TO TEST SYSTEM 6 


The following Test Equipment from System 4 list "QQ" can be 
used to test System 6: 


Item MP Number Nomenclature | No. of Units 

A.3 10218 Oscilloscope, Cathode Ray, 1 
TEKTRONIX No. 531 

A.4 10601 Preamplifier, Plug-in, Dual 1 
Trace, TEKTRONIX No. 53/54C 

A.5 11004 Probe, Oscilloscope, TEKTRONIX 1 
No. P510A 

A.6 10926 Probe, Oscilloscope, TEKTRONIX 1 
No. P4100A 

A.7 11714 Generator, Signal, POLARAD No. 1 
MSG -1 

A.8 | 11746 Generator, Signal, POLARAD No. 1 
MSG -2 

A.Y 11662 Generator, Signal, POLARAD No. 1 
MSG -34 

or 

A.9.1l.a 11041 Generator, Signal, HEWLETT - 1 

PACKARD No. 618D 
and 

A.9.1.b 11100 Generator, Signal, HEWLETT - 1 
PACKARD No. 620A 

A.Il 11037 Generator, Signal, HEWLETT - 1 
PACKARD No. 612A 

A.16 11086 Generator, Mega-Sweep, KAY 1 
ELECTRIC Model 110-A 

A. 30 11089 Voltmeter, Multi-meter, 1 
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